
REDESIGNATION OF COMPONENT 


The Cover and Coirmercial Staff, Directorate of Operations, has 
been redesignated the Central Cover Staff. Its symbol remains CCS. 
Its location and telephone numbers are unchanged. 

FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 



JOHN F. BLAKE 
Deputy Director 
for 

Administration 
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